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BILL NO. S-76-12-/ 


-f? 


SPECIAL ORDINANCE NO. S- 3 


AN ORDINANCE approving- blanket purchase 
order for materials for the X^ater 
Maintenance & Service Department. 


BE IT ORDAINED BY THE COJMMON COUNCIL OF THE CITY OF 
FORT IVAYNE, INDIANA: 

SECTION 1. That the contract dated November 12, 1976, 
between the City of Fort Wayne, by and through its Mayor and 
the Board of Public XVorks and National Mill Supply, City Utilities 
Purchase Order No. B-8386, for a blanket order for Copper Pipe for 
the first half of 1977, all for a maximum cost of $3,018.00 to 
be charged against Water Utility as the supplies are needed, 
which said purchase order is on file in the Office of the Depart¬ 
ment of Purchasing and is by refereme incorporated herein made 
a part hereof and is hereby in all things ratified, confirmed 
and approved. 

SECTION 2. This Ordinance shall be in full force and 
sffect from and after its passage and approval by the Mayor. 
























Read the first time in full and on motion by seconded by 


to the Committee on 


and duly adopted, read the second time by title and referred 






_(and the City Plan Commission for 


recommendation) and Public Hearing to be held after due legal notice, at the Council 

Chambers, City-County Building, Fort Wayne, Indiana, on _, the day 

of _, 1976, at 


E: 


clock P.M.,E.S.T. 


CITY CLERK 


Read the third time in ful^and on motion by 


seconded by_ 




and duly adopted, placed on its passage. 


PASSED f by the following " 


TOTAL VOTES 

BURNS 

HINGA 


LXJ 


:zD 


NUCKOLS 
SCHMIDT, D. 

SCHIMDT, V. 

STIER 

TALARICO 




DATE: 


CITY CLERK 


Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, 



RAL) ( ANNEXA TTON) f SPECIAL) C APPftOPSIATIQli) 

'-'^^day of 1976. 


o n the 

f SEAL) 




SIDING OFFICER 
Mayor of the City of Fort Wayne, Indiana, on the 

1976, at th^hoyr of ./^'$^,clock /^M.,E.S.T. 


CITY CLERK 


Approved and signed by me this 


^ d ay of 


, 1976, 

































































































S-76-12-19 


Bill No. 

REPORT OF THE CO^ITTEE ON » CIIY UTILITIES 
We, your Conunittee on City Utilities to whom was referred an Ordinance 

_ ^PPi^oving blanket purchase order for materia 1<; for the Watpr 

Maintenance & Service Department 


have had said Ordinance under consideration and beg leay^to report hac^^o the Conunon 
Council that said Ordinance _ PASS. 


Paul M. Bums - Chairman 


John Nuckols - Vice-Qiairman 


William T. Hinga 


Fredrick R. Hunter 


Samuel J. Talari co 





CONCUPvRED IN 
_CHARLE5 W. WEGIERi-'l \N, ^ 










































Memorandum 


To 

11. P. VJehrenberg, Board of Works 

Date Nov. 12 , 

11)76 


Ruth Winqet. Purchasina Department 



Subiect 

Bid Ref. #404. Copper Pine 




COPIES TO: 


J.F. Morreale 
B. Drev7 


Herewith are bid documents (Rid No. 404) relating to 


Purchase Order No. B-8386 which is prepared favoring 
National Mill Supply for Copper Pipe for Water Maintenance 
and Service. 


Pipe & Supply 
LeRan Copper’ 
Nat'l. Mill 
Central Supply 
Treaty Co. 

Clow Corp. 


( 1 , 000 ') 

lOL. 3/4" 

K Soft 100* 
Coils _ 

. 5015' 

. 57 ' 

. 65 ' 

G7.00/C' 

No Bid 
1.35' 


(600') 

10L. 1"K 
Soft 60’ 
Coils 

.7720’ 

. 71 ’ 

.88 ■ 

88.80/c' 

No Bid 
1.65’ 


(500*) 

25 pc. 

1 1/2" K 
Soft 20'] 
1.1628' 
1.14' 
1.45' 

154.84/c' 
No Bid 
2.85' 


(500*) 

25 pc. 2 
K soft 
20 ’ L. 
1.7613' 
1.74’ 
2.23' 

235.32/c' 
No Bid 
4.35' 


TOTAL APPROXIM/iTE VALUE: $3,018.00 


Pipe and Supply has a minimum of 5,000 lbs, and LeRan Copper 
is based on one shipment delivery. Water Maintenance and 
Service cannot handle either one. 


Attached are the follo\'ing documents in support of the 
recommendation for acceptance of National Mill vSupply Bid; 


1. Copy of Tab sheet. 

2. National Supply Bid. 

3. Copy of Purchase Order. 

4. Copy of Bid Mailing List. 

It is urged that in referring this bid to the City Council 
for enactment of an ordinance, that all of the attached items 
together with this memorandum (or copies) , be included v/ith 
the proposed ordinance. 


Please make sure that no confirming Purchase Order Number 
is given to National Mill Supply until evidence of Council 
approval is furnished to tlie Purchasing Department. 







Approve d: 















3/.1” ”K" 

"n^ft 100' coils 

- / (7^^c» 

10]>f 1" "K" Soft 
60' coils 

^dn>fr 

599^ 1 1/2" 

"K"^ Soft^20'Len< 

^ 2" "K" Soft 

-svo^r 

/^M 

pipe S fiui^i^ly 


, 77 ^^ 


< 77 / J ' 

- '~j —:- zu£i—^ - 

Fed. Copper & Alum. 

/ ^ -- 




LeRan Copper & Brass 


. 

7/y ^ 

/. 77 '' 

yy^j.. n. y. ^Z-zoXy^yo - tl 

Mich. Hydrant S Valve 

^ / 




Water Works Supplies 





Hational/Mill V 

ZIZtC . ^t/C, ry7fl-/c 



7 7-7"" 

7,5^ ^ 

1 

Wayne Pipe s Supply 





f/f .TT^ 

Central/Supply Co. 

/7M. 0,/^. ^ %-/cZaJc 

f^7rO0/c^^ 

/7.'' 



Treaty Co. 





Tri-State Plumbing 





Cooper Distributing 





. o./f. TfjlyhZn 

/ 36 ' ' 

/.6.S' ' ■ 

C o 











































(BDW ®[F mmir 

CITY UTILITIES 


DEPARTMENT OF PURCHASES 
ROOM 950 CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT V/AYNE , INDIANA 46802 


r 


National Mill Supply 
5501 Distribution Drive 
Fort Wayne, Indiana 


L 


n 


ORIGINAL '■■onoe- 
PURCHASE ORDER NO. B OC>oD 

Tnis number must appear on each pach 
age, packing slip, invoice, bill of lading 
express receipt ai 

»A-r .r Nov. 12, 1976 


SHIP TO — 

Water Maint. & Service Dept* 
415 E. Wallace St. 

Fofct Wayne, Indiana 




MAIL ALL 

GENERAL ACCOUNTING 
4th FLOOR CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE, INDIANA 46802 

INVOICE IN DUPLICATE. INCLUDING 
CERTIFICATION AS REQUIRED BY 
INDIANA STATE BOAR^D: OF ACCOUNTS 


EST. 

OTY. 


Blanket Order from saKS 1/1/77 r-'. 6/30/77 


Blanket P.O. for Copper Pipe for the fir 
half of 1977. . 


3/4" "K" Soft 100' Coils Fed. SpecV* WTT-T- 
( 1000 ’) .. . 


Soft 60* Coils Fed. Spec. WW-T-799 


1 1/2" "K" Soft 20' Lengths Fed. Spec. 
WW-T-799 (500 ' ) 


Soft 20' Lengths Fed. Spec. VTW-T-799 


.65/ft. 




Note: Requirerrfonts 

departmental purc^;^ 
this blanket ordeg;;®^ 
deoartment. O -5 

-o 

Bid Ref. #40 4 g 

2 % 10 days net 30'-'^ 
F.O.B. Delivered 
Firm Price 


11 be j^r,e^l eased on ^ 
o^^rs agaYns-'t 

r^^u■iL^d,,_J^^/ths-iiusi^ 1 


2.23/ft 

STIMAT 


.qURJECT TO COUMCILMANIC APPROVAL. 


h^OTE: TERMS OF PAYMENT MUST BE SHOWN ON FACE OF INVOICE. OTH 


3 CONDITIONS ON REVERSE SIDE 



$3,018 


Ac 

jiiOly Bir. 

4’43' 

Qfl 


'.ounVin 


i sup 
























I OIPZBI.3««d vuA A X Ui?' i' Uiil’ Vi A t IM lii 
DEPARTMENT OF PURCHASES 
Number One Main St,, Ft, Wayne, Ind, 46002 
INVITATION 

QaoteUona, ioMmI to tto eondltSco, on tio turtrrM htitoi. no r*io«t»l oa tio followin* U«i ot 
matorlmJa, mppUm, multtowit ot »*nrii>w, for U» (Upartzoaot »» montioan], with tUllrory to d,rtln«tlon 
tLM «ti<ynn Wgn. QooUtloni »)xjJ 1 laelud, oil elmrr*« for dtllTjrr, pooklna, eU . Add ro «i your rrplr ** 

Indiejood T 

A.C. Lord - 423-7 037- DEPARTMENT OP PURCHASES 

Room 470, Number One Main St,, Ft, Wayne, Ind, 46002 
REQUIRED FOa DELIVBRY TO; 

_ Water tlaint. R Service Dept. _ 

415 E. Wallace St. 

Address_ Fort Wayne, Indiana __ 

RETURN ORIGINAL TO THE CITY —RETAIN DUPLICATE COPY FOR YOUR FILE 
Closinsr 

Time of “Ri rfa Monday, Hovember 1, 1976 at 10 ; 3t) A.M. _ 


PageL_!- 

Ref. No,_jQjr. 

Date_ 


Date wanted . 


Fund 

Appropriation No. 


TAX EXEMPT (Unless otherwise indicated) 


ftUtorUl,. SnupUii*. Sgnlgunnt ,r Bwrit,, 


COPPER PIPE REQUIREMENTS 
For January 1, 1977 thru June 30, 1977. 

See Attached Sheets. 


The enclosed bidders sheet must be properly completed 
and returned as your bid, along with the enclosed 
non-collusion affidavit. 

V7e require a guaranteed firm price for alT shipments 
made to us during the period stated above. 


The award of this bid will be made on the basis of thf 
best overall proposition for the Utilities. 

The pipe v^ill be shipped only upon issuance of Depart¬ 
mental Purchase Orders, in quantities as required. 

All materials shall conform with the City of Fort' Wayr e 
"VJater Haint. & VJater Service Materials Standards" 
revised as of August 6, 1974 and any supplements or 
modifications thereto. 


Bid Bond reqnirod Q , □ - 

% cash discount if paid within—3Q. 


Terms— 


days from delivery and acceptance of gooda or completioa of services. 


PROPOSAL OR BID 


>• itbc>r« Ia»ibitloa for b: 


• UBd^Tilirnod offM* ud Kcnm, 11 tJiU bid b» mmp^ ti 


prle, ovtomixt ^ . 1 c 

Delivery of any or all of the items or completion of services indicated shall be made withiniAdaya from receipt of order*^ 


IMPORTANT ^ 


r 


n 


j 


A d^^IdiiLT f«b0ior !q t>>« of a 

roqVNwrWd 


LE RAN COPPER AND BMSS COMPANY 








Cpldwntar 














































COPPER V7ATER PIPE 


January 1, 1977 thru June 30, 1977 


SIZE AND DESCRIPTION PRICE PER FOOT 


10 3/4” "K" Soft 100' Coils Fed. Spec. 

V7W-T-7 9 9 $ • ^ 1 - 

10 1" "K" Soft 60' Coils Fed, Spec. 

WW-T-799 

500 1 1/2" "K" Soft 20' Lengths Fed. 

Spec. WW-T-799 $ 1.14 

500 2" "K" Soft 20' Lengths Fed. Spec. 

WW-T-799 $ 1-74. 


Company: 
Signature 
Terms: 


LE RAN COPPER AND BRASS COMPANY 

2% 3(/davs 


F.O.n.t Ft. Wayne 


Date: 10-27-76 _ 

Firm Price for Order Duration: No. One time, one destination del ivery, above quote 

firm for 30 days from date of opening. 



















CITY OF FORT WAYNE 

DEPARTMENT OF PURCHASES 

Number One Main St., Ft. Wayne, Ind. 46802 
INVITATION 

OootetSoBa, loliiMt ta tS* oa Um rtnmn* b«rw>^, ar* rxjiiattal o« th« followin* Urt ol 

mjUarUJ*, cupoUm, •QulpoftMit or »*rrlo»*, tor tho d.{MkrtaMat oa moatioaod. wltb dullvorr to d.<rUn»tlon 
ml tbown b.low. Qootutlon. ibidl Inelud. all ebjtrg« tor dtllywy, pooklng, ««. AddxM. your roply *• 


h to At*, U - 

'470, Number One Main St. 


PageL_ 

Ref. No._ 

Date-— 

423-7037 department OF PURCHASES I Date wanted . 
Ft, Wayne, Ind. 46802 


REQUIRED FOR DELIVERY TO: 

Water Haint. 


Department 
or Division. 


Service Dept. 


E. VJallace St. 
Wayne, Indiana 


Fund 

Appropriation No. 


RETURN ORIGINAL TO THE CITY 
Closing 


RETAIN DUPLICATE COPY FOR YOUR FILE 

Novenber 1. 19 76 at 10:30 i\. M. 


TAI23I THZ crrt 13 SXKilPT TOOM KEDSKAI. EXaSZ AND INDIRA STATS TAX TCT CITrS PTOt^A SAU a .. 

CSaxmCAXa NUMBXB is no. MSOS. PKICZS SH0UIJ5 not ESCLUDS THSaa XAXSa. 'TnUroUwa to BMdm No- 10 <m rrrtr*« famof for doUlM. 

TAX EXEMPT (Unless otherwise indicated) 


KaWrtola. Eqalym.*'* .r SK-riri 


COPPER PIPE REQUIREMENTS 
For January 1, 1977 thru June 30, 1977. 

See Attached Sheets. 

The enclosed bidders sheet must be properly completed 
and returned as your bid, along with the enclosed 
non-collusion affidavit. 

V7e require a guaranteed firm price for all shipments 
made to us during the period stated above. 

The award of this bid will be made on the basis of the 
best overall proposition for the Utilities. 

The pipe will be shipped only upon issuance of Depart¬ 
mental Purchase Orders, in quantities as required. 

All materials shall conform with the City of Fort' Wayi 
"Water Ilaint. s \/ater Service Materials Standards" 
revised as of August 6, 1974 and any supplements or 
modifications thereto. 


, - Performanc* Bond £] 


Bid Bond r-qnir»d Q □ -- 

/ _ &M l.HtTWrtlon lb *01 N'V 1» m TWTtnt* no. ooroo.. 

'Vai^a/i C / % cash discount if paid wif.hin. .. days from delivery and acceptance of goods or completion of aervices. 

PROPOSAL OR BID 


Delivery of any or all of the Items or completion of services Indicated shall be made withinjLdaya from receipt of order*^ 
IMPORTANT ^ -- -* ' --- 


r 


As dimT»T7 ta*» b>* * d*«!<Uair fsotor to tito swan) ol aa orior, H Is Isspwrtoai U 
(ondto ialortasiioa sWr.. 

Slsn Hsrsi 

• )'V / cV. 


Jt, >"'7 Nsstoo* ft tooaay 


















































COPPER WATER PIPE 


January 1, 1977 thru June 30, 1977 


EST. 

OTY. 


SIZE AND DESCRIPTION 

PRICE PER FOOT 

10 


3/4" "K" Soft 100' Coils Fed. Spec. 

$ 

.A9'y' 

10 


1" "K" Soft 60' Coils Fed. Spec. 

$ 


500 


1 1/2" "K" Soft 20' Lengths Fed. 

Spec. WW-T-799 

$ 

/ ' ' 

500 


2" "K" Soft 20' Lengths Fed. Spec. 
WW-T-799 

$ 

/ 7^/3 ' 

Company: 


^■/r.y^u L/ . 



Siqnaturei 




Terms: 

/o 



F.O.n.: 

/■^^/7r aJ,^W<L 



Date ; 

Ocrt'S<.A 




Firm Pri 

: ^^<:(^770Ay 

S>/^ 




















.FORM OP2B 5-< 


CITY OF FORT WAYNE 

DEPARTMENT OF PURCHASES 

Number One Main St., Ft. Wayne, Ind. 46802 
INVITATION 

OwjUiUoa*. aulij*)! to ttto ooi«lltI<»» oo tlw Tmn* Uttol. mt* rwjn*jtod on th» folUnrinsf U»t o< 
ia»t»rUli, kipbU*#, or MrrteM. for Um doputaont oa aoaationod. irith daUv.ry to d.«tln«tlon 

•M abdrwn b-»lo-ir. QQot*Uon» ln«lad< nil ehjxy»« for d»]iT*ry, gto . A<idrt* yowr r>ply »* 


"Page^ 


pate . 


Room' 470, -Number One Main St., Ft. Wayne, Ind. 


RSQUmSD FOR DELIVERY TO; 

V?ater Haint. R Service Dept. 


415 E. V/allace St. 

Fort Wayne, Indiana 


Date wanted . 


Fund 

Appropriation No. 


Address . 

RETUBN ORIGINAL TO THE CITY —RETAIN DUPLICATE COPY FOR YOUR FILE 
Closing: 

Time of Bids. 


Monday, November 1, 1976 at 10:30 A.H. 


TAXZSi THS crrr is KXSafPT FHOM FEDSaAl. EXCISE AND INDIANA STATE EALES TAX THE CmTS INDIRA SAluHlT^ EXXM yriON 
CSaTOTCATS NUMBER IS NO. 34i08. PRICES SHOULD NOT INCLUDE THESE TAXES. E.* ‘TaMnutkau to BMdtn No. 10 oa rmrw l»r»l for dirUlk. 

TAX EXEMPT (Unless otherwise indicated) 


MotorijJ^ S.iipBw*, >r Ewriew 


COPPER PIPE REQUIREMENTS 
For January 1, 1977 thru June 30, 1977. 

See Attached Sheets. 

The enclosed bidders sheet must be properly completed 
and returned as your bid, along with the enclosed 
non-collusion affidavit. 

\7e require a guaranteed firm price for all shipments 
made to us during the period stated above. 

The award of this bid will be made on the basis of thf 
best overall proposition for the Utilities. 

The pipe will be shipped only upon issuance of Depart' 
mental Purchase Orders, in quantities as required. 

All materials shall conform with the City of Fort- Wayr 
"Water Maint. & Mater Service Materials Standards" 
revised as of August 6, 1974 and any supplements or 
modifications thereto. 


Bid Bond regninsd £3 □ -- -- 

Tei 7 na__ 3 _% cash discount if paid within.: 


-days from delivery and acceptance of goods or completioo of servicea. 


PROPOSAL OR BID 

th« ai)o*r* ta^tatioo for Wiii nfa^ct to all c^dltlona tharaof, t 


(or blia 

__^ iJ'oTth^ 

D^^^f any or all of the items or completion of services Indicated shall be made within4^ys from receipt of ordar*^ 
iMPORTAi^ 

|— ' —I Bl»« H«ni 

National Mil l. Supply. 

rw 

5501 Distribution Drive _ 

’"fT.W ayne, Ind, 46825 11-1-7(6. 

Sant. 















































COPPER WATER PIPE 


January 1, 1977 thru June 30, 1977 


EST. 

OTY. 


SIZE AND DESCRIPTION 


PRICE PER FOOT 


10 

10 

5 00 

500 


3/4” "K" Soft 100' Coils Fod. Spec. 


WW-T-799 $ 

1" "K" Soft 60' Coils Fed. Spec. .88 

V'/W-T-799 - 

1 1/2" "K" Soft 20' Lengths Fed. 1.45 

Spec. WW-T-799 $__ 

2" "K" Soft 20' Lengths Fed. Spec. 2.23 

WW-T-7 99 - 


Company: 
Signature 
Terms; __ 

F.0.n. I 
Date : 


National Mill Supply, Inc. 

: -- 

2% 10th. prox. 

Ft. Wayne. Ind. Delivered. 

November 1. 1976. 


Firm Price for Order Duration: 


January 1. 1977. thru Jun e 30. 1977 





















rORM Dpas S -«8 


CITY OF FORT WAYNE 

DEPARTMENT OF PURCHASES 
Number One Main St,, Ft, Wayne, Ind, 46802 
INVITATION 

QooUt Vw *. aohlMt to ti»« eomUtloa* o* tiv, rrr»r** b»T»o/, mr* on Ui* followia* U»t of 

BuitorUiU, mpbUm, winipaMt or t v rrt e m, tar tb* d*i>*rtoMnt u B4«nUoo«l. ^tb J«llv,ry to iWinmtlon 
OM iboura C^ototlon, ibmll Iniiludit al\ ebary,, tar d,llT,rr, i>,cMn^, «ta . AAiraM your rnily •* 

A.C. Lord - 423-7 037 DEPARTMENT OF PURCHASES 
Room 470, Number One Main St., Ft, Wayne, Ind, 46802 


water Maint. s Service Dept. 


415 E. Wallace St. 
Fort Wayne, Indiana 


Page—- 

Rel. No._ . 

Date- 


Date wanted . 


Fund 

Appropriation No. ~ 


RETURN ORIGINAL TO THE CITY— RETAIN DUPLICATE COPY FOR YOUR FILE 
Closing 

Time of Monday, Hovenber 1, 1976 at 10:30 A.M. ___ . . 

TAI38I THS crrr is EXEMPT FBOM PED3KAJC. EXaSB AND DTOIANA STATE SALES TAX THE CnTS INDIANA SALES TAX EXEMPTION 
CEaxITXCAXS NUMBSK 23 NO. WW8, PB1C33 SHOULD NOT INCLUD3 THSSa TAXS3, S** 'Tattmekiotu to Bkidm'* No, 10 oa w n» b«raol for cWUik. 

TAX EXEMPT (Unless otherwise indicated) 


SfUtarW*. SappLU*. •r SictIctn 


COPPER PIPE REQUIREMENTS 
For January 1, 1977 thru June 30, 1977. 

See Attached Sheets. 

The enclosed bidders sheet must be properly completed 
and returned as your bid, along v;ith the enclosed 
non-’collusion affidavit. 

V7e require a guaranteed firm price for all shipments 
made to us during the period stated above. 

The award of this bid will be made on the basis of the 
best overall proposition for the Utilities. 

The pipe viiill be shipped only upon issuance of Depart¬ 
mental Purchase Orders, in quantities as required. 

All materials shall conform with the City of Fort- Wayr 
"Water Maint. & Water Service Materials Standards" 
revised as of August 6, 1974 and any supplements or 
modifications thereto. 


Bid Bond nwjtiirod □ 


Tei^na— 


% cash discount if paid within. 


daya from delivery and acceptance of goods or completion of services. 


PROPOSAL OR BID 


In eompIUne. n 


,"famUb oar. or a^oi tb.’iuttii cur nnd.r tuiix wrioun npon wbleb prioM in noecxcdnne* with to* ip*aae*U<i«* nppij\ng •. 

prto* ft oopotHa «eb lUm. ___ 

Delivery of any or all of the items or completion of services indicated shall be made withiru.iida3r3 from receipt of order*^ 
IMPORTANT 

[“ 81m a*r.ir; 


J 



L.fCu 












































COPPER WATER PIPE 


January 1, 1977 thru June 30, 1977 


EST. 

OTY . 

SIZE AND DESCRIPTION 

PRICE PER FOOT 

10 

3/4" "K" Soft 100' Coils Fed. Spec. 

V7W-T-7 99 

$ 

P.1 nnprfr ‘7-Fl' 

10 

1" "K" Soft 60' Coils Fed. Spec. 
V'fw-T-yoo 

1 1/2" "K" Soft 20' Lengths Fed. 

Spec. WW-T-799 

$ 

QQ «n Pt- 

500 

$ 

154.84 per C Ft. 

500 

2" "K" Soft 20' Lengths Fed. Spec. 

WW-T-799 

$ 

235.32 oer C Ft. 


Company: CENTRA^UPPLY CO. . INC. 

SlqnatureIt::^^> -V^Sf^^^-/ 

Terms; 2% 10th Prox _ 

F.O.n.t __ 

Date: 10—2 6— 76 


Firm Price for Order Duration: vpg 




















..CMCITY OF FORT WAYNE 

DEPASTMKNT OJP PUBCHASES 

Number One Main St., Ft, Wayne, Ind. 46802 
INVITATION 


Qoo UU on., nhi4«t t» ti* eondlUoa* oa Uvt m.re. h*rW. »x» raqoMt*! on th* (oHowiax U»t ol 
mntwUl., «P0li«<s aqulEBMat o» furrioo*, tar thn (Ws«rtBMQt u ountiooad. vlth daHv.ry to d»iUn»Uon 
lud# all for d»U^ry. packing, etg. A<kir^ your r>ply^< 


m ftbofwn b^low, QootAtion 


Page_ ’- 

I Ref. No. 

Date __ 


•Midi nil nplhn nnd 


A.C. Lord - 423-7037 


Fund 

Appropriation No.. 


DEPARTMENT OF PURCHASES Date wanted . 

Room 470, .Number One Main St., Ft, Wayne, Ind, 46802 
REQUIRED FOR DELIVERY TO; ' 

Department 

or Division _ Water Maint. s Service Dept. __ 

415 E. VJallace St. 

Address _ Fort Wayne, Indiana _ 

RETURN ORIGINAL TO THE CITY —RETAIN DUPLICATE COPY FOR YOUR FILE 
Closing 

Time of Ri da Monday, Hovember 1, 1976 at 10 ; 30 A.H. __ 

PCTZRAI. KXCISJ: and INDIANA STATS SJiVSS TAX Ta3S CrTTS INDIANA SUU.X3 TAX EXiaCPTION 
CSRTEnCATa NUMBXB IS NO. MMA PaiCaa SHOULD NOT INCLUDS THSS2 TAXES S« •TottroetJooj to No. 10 on nrrrtt hmot tor dntnll 

TAX EXEMPT (Unless otherwise indicated) 


Untnriid*, S«opUm, Bqnipnunt ar Brrrlna 


COPPER PIPE REQUIREMENTS 
For January 1, 1977 thru June 30, 1977. 

See Attached Sheets. 

The enclosed bidders sheet must be properly completed 
and returned as your bid, along with the enclosed 
non-collusion affidavit. 

We require a guaranteed firm price for all shipments 
made to us during the period stated above. 

The award of this bid will be made on the basis of thf 
best overall proposition for the Utilities. 

The pipe v^iill be shipped only upon issuance of Depart 
mental Purchase Orders, in quantities as required. 

All materials shall conform with the City of Fort'Wayi 
"Water Ilaint. & Water Service Materials Standards" 
revised as of August 6, 1974 and any supplements or 
modifications thereto. 


. Performance Bond Q 


Bid Bond reqnlred £3 □ _ 

8*» liutraetloa lt«o No. 18 oi _ , 

Terms- % cash discount if paid within-days from delivery and acceptance of goods or completion of services. 

PROPOSAL OR BID 


Delivery of ajiy or all of the items or completion of servicsa indicated shall be made within days from recalpt of order*^ 

IMPORTANT ^ m»r b* a (Uoldla# fiwtor lo th* award of am ordar, It U Uajoortaat tfcat l ilMwe 

■ . I I trir funiah tAt iafonsaitoa alaova. 

P” ”j Sljn» a*r»i 
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COPPER WATER PIPE 


January 1, 1977 thru June 30, 1977 


Firm Price for Order Duration: f//. 


EST. 

OTY. 

SIZE AND DESCRIPTION 

PRICE PER FOOT 

10 

10 

500 

500 

3/4" "K" Soft 100' Coils Fed. Spec. 

WW-T-799 

1" "K" Soft 60' Coils Fed. Spec. 
WW-T-799 

1 1/2" "K" Soft Dongfrhs Fed. 

Spec. WW-T-799 

2" "K" Soft L^n^hrs Fed. Spec. 

WW_T-799 

$ /. _ 

$ /. _ 

$ 

$ ly. 3s- 


Company: 

> 

1 

1 


Signature 



Terms: 

3>r:> — 


o 

a 



Date I 

pi' 





/ 


JIM BUTI.ER 
CLOW CORPORATION 

PHONE (219) 272-0574 
, 51591 U.S. 31 N. SUITE # 1 
SOUTH BEND, INDIANA 46637 






















TITLE OF ORDIMA.NCE special ordinance - city utilities Purchase Order B-8386 
DEPARHerr REQL'ESTING ORDILWCE board of public works _ 

SYNOPSIS OF OPJIIMANCE city utilities Purchase Order 8386 to National Mill Supply 
in amount of $3»018.00 provides for purchase of 2,600 feet of Copper Pipe 

for Water Maintenance & Service Department for period of January 1, 1977 to 


June ^---- 

The bids of Pine & Supply could not be accepted because they have a minimum 

Hellvery of 5000 pounds and LeRan Copper would only guarantee their price 

on a one-time delivery.. The Water Maintenance Department cannot handle 

either quantity of delivery at one time.^ 


(SEE ATTACHED EXPLANATION AND TABULATION) 


EFFECT OF PASSAGE Predetermined vendor for ordering copper pipe at established cost 


EFFECT OF MON-PASSAGE Need for purchasing at future date at 


probable higtie 


^^]EY INVOLVED (Direct costs, Expei^itures, Savings) Maximum cost to wate- 

$3.018.00.^ 


Utility of 


ASSIGNED TO CatlITTE 











































